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The New 200 Line on pages 2 and 3 is abreast 
of the best trend in current design. Simple, 
functional, with an individuality that sets it 
apart from all other lines of accessories, it has 
been an overnight success. The design is pro¬ 
tected by design patents. 

All Aristocrome pieces and parts are made of 
solid brass, polished to a mirror-like surface, 
nickel plated and then heavily chromium 
plated. Projecting pieces are forged from rod 
brass. This process produces a very much 


closer grained and denser metal than sand 
casting. The denser metal takes a higher 
polish and gives a more brilliant and beautiful 
chromium finish than ordinary castings. 

Recessed shells are drawn seamless from heavy 
rolled sheets of brass. The flange of all re¬ 
cessed pieces is integral with the body, elim¬ 
inating any possibility of cracks opening 
between the flange and the body of the fix¬ 
ture. 200 Line fixtures are fully recessed, 
without any projecting lips or ears. 


THE PATENTED ARISTOCROME LOCKING DEVICE 

U. S. PATENT NO. 1,989,329 



“L” Base Plate 



“S” Base Plate 



Projecting Part 



Complete Fixture 


EXCLUSIVE FEATURES: The base of the fixture is fas¬ 
tened directly and tightly to the wall. The projecting 
part is locked to the base plate. It does not depend for 
security upon pressure against a wall, but has a definite 
metal to metal lock against the base itself. The project¬ 
ing part fits accurately into the patented recessed panel 
of the wall plate. This conceals the installing screws of 


the “S” type fixture and prevents any possibility of side- 
wise movement. In the “L” type the base of the fixture 
is integral with the cement lug. The lug is not screwed, 
soldered, or welded on, but is forged in one piece with 
the wall plate. After installation the two types are iden¬ 
tical in outward appearance. 



RECTANGULAR TOWEL BAR 

I 18" 

24" 

30" 

I 36" 

No. 290—3/4"x 1 / 2 " Chrome Bar 

1 $3.35 

$3.60 

$3.85 

$4.25 



ROUND TOWEL BAR 

18" 

24" 

30" 

36" 

No. 295— 3 A" Chrome Bar 

$3.30 

$3.40 

$3.50 

$3.65 

No. 296— 3 A" Crystal Bar 

3.30 

3.40 

3.50 

3.65 



GLASS 

SHELF 

18" 

24" 

30" 

No. 201—5" 

Crystal Glass 

$3.60 

$3.75 

$3.90 

No. 202—5" 

Opal Glass 

4.10 

4.25 

4.40 

No. 203—5" 

Black Glass 

4.10 

4.25 

4.40 
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SOAP HOLDER 

No. 220—Non-Draining .. $2.10 
No. 221—With Drain Holes 2.20 
Size: 3"x4" 



TUMBLER AND TOOTHBRUSH 
HOLDER 

No. 231—Solid Bottom_$2.10 

Size: 3"x4" 



TUMBLER HOLDER 
Design Matches Soap Dish 
No. 241—Solid Bottom. . . .$2.10 
Size: 3"x4" 
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TOOTHBRUSH HOLDER 
No. 250—4 Brushes.$1.35 


SINGLE HOOK 

No. 281—214" Projection. .$1.25 


DOUBLE HOOK 

No. 283—1 Vi" Projection. .$1.50 





TOILET PAPER HOLDER 


No. 270—Chrome Roller.$3.35 

No. 271—Black Wood Roller. 3.00 



SOAP HOLDER 
No. 225—Unbreakable Crys¬ 
tal Soap Tray.$2.75 


TUMBLER HOLDER 
No. 245—Full Recess, No 

Projections .$2.50 


SOAP AND GRAB 
No. 265—Unbreakable Crys¬ 
tal Soap Tray.$3.90 


Wood screw installation of 200 
Line recessed fixtures is through 
sides of recess for all pieces 
except Paper Holder, which is 
through top and bottom. 


SOAP, TUMBLER AND 
TOOTHBRUSH HOLDER 
No. 235—Unbreakable Tray $4.35 


Non-draining soap trays can be 
furnished when specified. 


PAPER HOLDER 

No. 275—Chrome Roller .. .$2.95 
No. 276—Black Wood Roller 2.60 


WALL OPENINGS: OVERALL OF FLANGE: 

For Nos. 225-235-245-265: 5 3 /4"x4 3 / 8 "x23/ 4 " For Nos. 225-235-245-265: 7"x5V4 

For Nos. 275-276: 5 3 / 8 "x5 3 /8"x2 3 / 4 " For Nos. 275-276: 6i/ 2 "x6" 


Aristocrome accessories are made in two different types. In ordering specify the type desired. 
If fixtures are to be installed with screws add “S” to catalog number. 

If fixtures are to be installed by setting in cement add “L” to catalog number. 
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The 300 Line, on pages 4 and 5, within a 
few years achieved the largest national sale 
of all high-grade chrome accessories. The 
outstanding success of these fixtures has 


attracted many imitators, who have not, 
however, been able to imitate the patented 
Aristocrome locking device nor the superb de¬ 
sign and finish of the Hall-Mack craftsmen. 





SQUARE TOWEL BAR 

18" 

24" 

30" 

36" 

No. 390—% " Chrome Bar 

$3.00 

$3.25 

$3.50 

$3.90 

No. 391—% " Crystal Bar 

3.50 

3.75 

4.00 

4.50 

No. 392—% " Opal Glass Bar 

4.50 

4.75 

5.00 

5.50 

No. 393—Ts" Black Glass Bar 

4.50 

4.75 

5.00 

5.50 



ROUND TOWEL BAR 

18" 

24" 

30" 

36" 

No. 395— 3 /4" Chrome Bar 

$2.90 

$3.00 

$3.10 

$3.25 

No. 396— 3 /4" Crystal Bar 

2.90 

3.00 

3.10 

3.25 



GLASS SHELF 

18" 

24" 

No. 301—5" Crystal Glass 

$3.10 

$3.25 

No. 302—5" Opal Glass 

3.60 

3.75 

No. 303—5" Black Glass 

3.60 

3.75 



COMBINATION SHELF 

18" 

24" 

30" 

Holds Soap, Tumbler and Brushes 
No. 31 1—5" Crystal Glass 

$5.60 

$5.75 

$5.90 

No. 312—5" Opal Glass 

6.10 

6.25 

6.40 

No. 313—5" Black Glass 

6.10 

6.25 

6.40 



ROLLER TOWEL BAR 
For Paper Towel Rolls 

No. 397— 3/ 4 "x12" Chrome Roller.$3.75 


• * HALLENSCHEID Cr McDONALD • 
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SOAP HOLDER SOAP HOLDER 

No. 320—Non-Draining ... $1 .65 No. 322—With Crystal Tray $1.90 
No. 321—With Drain Holes 1.75 Size: 3"x4" 

Size: 3"x4" 


LARGE SOAP HOLDER 

No. 323—Non-Draining.$2.50 

No. 324—-With Drain Holes. 2.60 

Size: 3 3 A "x5 ] A " 



TUMBLER AND 
TOOTHBRUSH HOLDER 


No. 330—Ring Type.$1.65 

No. 331—Solid Bottom.... 1.80 
Size: 3"x4" 



TUMBLER HOLDER 
Design Matches Soap Dish 

No. 340—Ring Type .$1.65 

No. 341—Solid Bottom .... 1.80 
Size: 3"x4" 



RAZOR STROP 
HOOK 


SINGLE ROBE 
HOOK 


No. 380 . . .$ .95 
2 I/ 4 " Long 


No. 381 . . .$ .95 
2 I/ 2 " Long 



TOOTHBRUSH 

HOLDER 

No. 350 . . .$1.25 


DOOR STOP 

TOWEL PIN 

DOUBLE ROBE 

No. 384 .$1.00 

No. 382 .$1.35 

HOOK 

3" Long 

5" Long 

No. 383 .$ 



TOWEL HOOK 
No. 389 . . .$2.75 


GRAB BAR 

No. 390—8" %” Square, as illustrated.$2.75 

No. 395—8" %" Round, not illustrated. 2.75 


No. 370—Chrome Roller.$2.85 

No. 371—Wood Roller. 2.50 




PAPER HOLDER 


Aristocrome accessories are made in two different types. In ordering specify the type desired. 
If fixtures are to be installed with screws or toggle bolts add “S” to catalog number. 

If fixtures are to be installed by setting in cement add “L” to catalog number. 
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SOAP HOLDER 
No. 325—Unbreakable 
Crystal Tray.$2.60 


TUMBLER HOLDER 
No. 345—Tumbler 

Not Included _$2.35 




PAPER HOLDER SOAP AND GRAB 

No. 375—Chrome Roller $2.85 No. 365—Unbreakable 
No. 376—Wood Roller .. 2.50 Crystal Tray.$3.70 



SOAP, TUMBLER AND 
BRUSH HOLDER 
No. 335—Unbreakable 
Crystal Tray.$3.90 



SPONGE HOLDER 
No. 355 .$4.50 


PAPER HOLDER 
No. 378—Folded Paper $2.50 
Overall: 43/ 4 "x6" 
Opening: 4 1 /2 /, x5 1 /2 ,, x2" 




All numbers above, except 378, are 6!/s"x6!/8" overall and take wall opening 5!/4"x5 1 /4' / x2". 
Non-draining soap trays for Nos. 325-335-365 can be furnished when specified. 

Accessories above are made in two different types. In ordering specify the type desired. 

If fixtures are to be installed with screws add “S” to catalog number. 

If fixtures are to be installed by setting in cement add “L” to catalog number. 


No. 407 

(Toiletries not included) 


RECESS MIRROR SHELVES 



No. 405 


No. 405 



No. 406 


No. 407 




No. 

Wall 

Opening 

Overall of 
Chromium Plated 
Flange 

Usually 

Installed 

Installed by 

Wood Screws 

Price 

405 

17i/4"x8i/2''x4y 2 " 

17 3/ 4 "x9" 

Over lavatory 

Through sides 

$ 9.50 

406 

25 Vi "x8 Vi ”x4 V 2 " 

26"x9" 

Over bathtub 

Through sides 

1 1.00 

407 


83/ 4 "x26" 

At sides of cabinet 
or where desired 

Through sides 

14.50 


One or more of the mirrored shelves above will add strikingly modern beauty to any bathroom. Their decorative value as well 
as their utility in holding miscellaneous toiletries cannot be exaggerated. No. 407 is shown twice to suggest its use as a pair, 
one on either side of the medicine cabinet. It is just as striking used singly wherever a decorative and colorful niche is desired. 
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No. 338—Open 


No. 338—Turning 


An outstanding feature of the Hall-Mack line. One fixture takes the place of three. 
Soap holder, tumbler holder, and tooth brush holder are on a panel which revolves so 
as to entirely conceal these necessary utilities when not in use. Panel revolves in seam¬ 
less chromium plated brass housing. The great success of this fixture has made possible 
a substantial price reduction on the original solid brass chromium plated model No. 338. 
In addition, a new low priced design, No. 337, is shown at right. 

Wall opening for both models: 6V2”x8"x3 Vi" 

Size overall of flange, both models: 7 3 /8"x8 5 /s" 

Both designs are made in two types: “L” type, installed by setting in cement. “S” 
type installed by wood screws through sides. Wood buck must be provided at either 
side of opening to take screws. Specify type when ordering. 

AT RIGHT, NO. 337—Chromium plated brass housing, with black bakelite revolving 
unit. Smooth side of revolving panel completely covered by chrome plated sheet brass. 
When closed, appearance is very similar to all-chrome fixture above. 



No. 338—Closed. . .$9.80 



No. 337—Turning. . .$6.50 


TOWEL SUPPLY SHELVES 



No. 610—9" Projection 
Solid, Cast Brass Brackets. Five cross bars. 
“S” Type for concealed screw or toggle bolt 
installation. “L” Type for cement installation. 

18''... $7.75 24". . . $8.00 30" . . . $8.25 



No. 615—9" Projection 
Solid, Cast Brass Brackets. Five cross bars for 
towel supply. Vs" square bar below. 

“S” Type for concealed screw or toggle bolt 
installation. “L” Type for cement installation. 
18"... $11.25 24"... $11.75 30"... $12.50 



No. 410—8" Projection 


Wrought Brass Brackets. Four cross bars. 
Exposed screw installation is standard. 
Fitted with cement lugs on special order. 
18".. $3.50 24" . . $3.75 30" . . $4.00 



No. 415—8" Projection 
Wrought Brass Brackets. Four cross bars for 
towel supply. V 2 " square bar below. 
Exposed screw installation is standard. 
Fitted with cement lugs on special order. 
18".. $5.00 24" . . $5.50 30" . . $6.00 
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SEAMLESS CABINETS 


Every Hall-Mack cabinet is made without a single seam. Drawn on a huge 
press from one sheet of heavy steel, the cabinet is formed complete in this 
operation. There is absolutely no clinching, crimping, spot-welding, soldering 
or gas welding. Hall-Mack seamless medicine cabinets are offered in every 
price range—from the finest cabinets made, to the most economical. 

SERIES “P” cabinets, illustrated on pages 10 to 16, have vitreous porcelain 
interiors, the lifetime finish which Hall-Mack pioneered and perfected. This 
is the same finish as on a bath tub or lavatory. It can be thoroughly cleaned 
with a damp cloth and will last indefinitely. Every construction detail is in 
keeping with the fine porcelain interior. Hall-Mack Porcelain cabinets are 
priced no higher than better-grade enameled cabinets of competitive lines. 

SERIES “A,” illustrated on pages 1 6 to 19, offers a high-grade baked enamel 
line for jobs requiring cabinets lower in price than Series “P.” The seamless 
bodies are finished in oven-baked enamel. Glass shelves are fully adjustable. 
Doors, hung on continuous hinge, have either chrome-plated brass binding 
or beveled-edge mirrors. 

SERIES “F” cabinets on page 20 are low-priced cabinets. Low price has been 
achieved without sacrificing substantial construction or attractive appearance. 

SERIES “CR” cabinets on page 21 are low-priced cabinets similar to Series 
“F” in design and construction, but fitted with first-quality crystal mirrors. 



INTERIOR 


SEAMLESS 


Flange rests flush 
for wall-mirror app 


Curved end 
holds shelf in 


Chrome-plated shelf strip 
permitting one-half inch 
up and down adjustment 
of shelves. 


Heavy bulb edge gla 
shelves. 2 with 16" mirror 
cabinets; 3 with all others. 


Seamless one-piece box 
with rounded corners 
cannot catch dirt. 


Improved spring door 
check and stop. 


Thick rubber cushion for 
silent closing. 


Heavy steel door rust- 
proofed with aluminum. 


Continuous one-piece 
piano hinge welded to 
door. 


A modern styled heavy 
brass chrome channel 
frame around all four sides 
eliminating mirror 
breakage. 
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INSTALLATION 


All Hall-Mack Seamless Cabinets should be installed 
after the walls are completely finished. Installation 
is by four wood screws through the sides of the 
recessed case. 

Leave wall opening of size indicated in catalog. Finish 
wall level to edge of opening. Tile not flush with 
plaster line must either completely surround the wall 
opening or may be dropped below opening, keeping 
2" or more away from wall opening at all points. 

ROUND CABINETS 

To facilitate the installation of Hall-Mack Circular 
Cabinets (page 12), four curved wood blocks are 
furnished free, and packed with each cabinet. To 
use these blocks, simply make a wall opening 20Vi" 
square, and nail a block in each corner before lath¬ 
ing. Finish wall to edge of circular opening created 
by the blocks. 







ELECTRICAL INSTALLATION 
FOR LIGHT CABINETS 



A- 3-WIRE flush polarity receptacle 

N*. 7310 H.IH. OR EQUAL. 


FROM ROUGH OPENING TO 
OUTSIDE EDGE OF OUTLET BOY 



SWITCH BOX FOR OUTLET 


Fig. 3 

FOR TOP LIGHT 


FROM ROUGH OPENING TO 



B-USE STANDARD SINGLE GANG 
SWITCH BOX FOR OUTLET 


Fig. 1 

FOR WING LIGHTS 


Fig. 2 

FOR SIDE LIGHTS 
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_ .. Rough-in & 

Center Wing Wall Width Electrical 

Mirror Mirrors Opening Overall Installation Data Price 


LWP1826C 18"x26" 8"x26" 16"x24"x4" 35 V 2 " Page 9, Fig. 1 $65.00 


A masterpiece of durable construction and smart design. Heavy continuous hinges permit the 
swinging of the illuminated side wings at any angle for clear front, side and rear view. One- 
piece seamless box of genuine porcelain, fused on heavy gauge Armco iron. An everlastingly 
new and sanitary medicine cabinet as well as a magnificent toilet, make-up and shaving 
mirror of real utility. No wiring or electrical housing of any kind inside of seamless porcelain 
cabinet. Copper backed mrrors guaranteed against silver spoilage. 


SANITARY PORCELAIN INTERIOR 
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ELECTRICALLY LIGHTED REFLECTOR CABINET 


Rough-in & 

Wall Width Electrical 

No. Mirror Opening Overall Installation Data Price 


LP1826C 18"x26" 16"x24"x4" 23" Page 9, Fig. 2 $55.00 


The last word in facial illumination—without glare or shadow. Adequate room illumination. 
Heavy chrome plated brass channel frame all around the mirror, eliminating breakage and 
insuring long life. No conduit box or electrical housing of any kind inside of seamless porce¬ 
lain cabinet. Copper backer mirror guaranteed against silver spoilage. 


SANITARY PORCELAIN INTERIOR 
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Circular Circular 

No. Mirror Wall Opening Price 

PR24C 24" Diameter 20V 2 " Diameter $27.50 

(See page 9) 

An outstanding Hall-Mack Medicine cabinet. One-piece seamless box of genuine porcelain, 
fused on heavy gauge Armco iron. Mirror door completely bound with chromium plated 
brass channel and hung on extra heavy hinge. Three glass shelves with rolled front edges. 
Copper backed mirror guaranteed against silver spoilage. A distinctive, quality cabinet— 
reasonably priced. 

For description of light fixtures at either side of cabinet see page 17. 

On special order identical wall mirror can be supplied with metal backing and concealed hanger, 
but without cabinet. In ordering Wall Mirrors add “M” to number above. 


SANITARY PORCELAIN INTERIOR 
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No. 


Mirror 


Wall 

Opening 


Price 


P1622C 
P1826C 
P2030C 


16"x22" 14"x20"x4" $19.50 
18"x26" 16"x24"x4" 22.50 
20"x30" 18"x28"x4" 28.00 


The most popular Hall-Mack model for better grade residence work. One-piece seamless box 
of genuine porcelain, fused on heavy gauge Armco iron. Mirror door completely bound with 
chromium plated brass channel and hung on heavy continuous hinge. Adjustable glass shelves 
with rolled front edges. Copper backed mirror guaranteed against silver spoilage. 

On special order identical wall mirrors can be supplied with metal backing and concealed 
hanger, but without cabinet. In ordering Wall Mirrors add “M” to number above. 


SANITARY PORCELAIN INTERIOR 
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No. 


Mirror 


Wall 

Opening 


Price 


P1626C 

P1830C 

P2034C 


16"x26" 14"x20"x4" $21.50 
18"x30" 16"x24"x4" 24.50 
20"x34" 18"x28"x4" 31.00 


A Mirror Door with formed top of conservative design. One-piece seamless box of genuine 
porcelain fused on heavy gauge Armco iron. Adjustable glass shelves with rolled front edges. 
Mirror Door completely bound with chromium plated brass channel and hung on heavy con¬ 
tinuous hinge. Copper backed mirror guaranteed against silver spoilage. 


SANITARY PORCELAIN INTERIOR 
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No. 


Mirror 


Wall 

Opening 


Price 


PI 626 
PI 830 
P2034 


16"x26" 14"x20"x4" 
18"x30" 16"x24"x4" 
20"x34" 18"x28"x4" 


$20.00 
23.50 
29. Ob 


A Venetian Mirror design which has found wide favor among owners and builders. Construction 
details of cabinet identical with those on opposite page. The etched and beveled mirror is 
mounted with polished monel metal clips to avoid unsightly rosettes and to eliminate drilling 
of holes which weaken the glass. Copper backed mirror guaranteed against silver spoilage. 

On special order identical wall mirrors can be supplied with metal backing and concealed 
hanger, but without cabinet. In ordering Wall Mirrors add “M” to number above. 


SANITARY PORCELAIN INTERIOR 
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PORCELAIN HOTEL CABINETS WITH CHROME FRAME DOORS 



No other medicine cabinet receives the continuous hard use 
and abuse of cabinets installed in hotels, college dormitories, 
hospitals and similar semi-public buildings. As a result, the 
ordinary hotel type cabinet within a few months after instal¬ 
lation has been rendered unsightly and unsanitary by the 
paint enamel being nicked and chipped in a dozen different 
places. 

Hall-Mack Porcelain Hotel Cabinets guarantee that they will 
retain permanently their original beauty for the following 
reasons: 

1— The one-piece seamless body is drawn from extra heavy 
Armco iron. No spot-welding, no clinchings, no 
crimpings. 

2— The finish on the box is a fired Vitreous porcelain, the 
same as on a bath tub or lavatory. It can be thoroughly 
cleaned with a damp cloth and will last indefinitely. 

3— The mirror door is completely bound in chromium plated 
brass channel, the finish that cannot chip, tarnish or 
discolor, and never needs polishing. 

4— Copper backed mirror GUARANTEED against silver 
spoilage. 


LIFETIME PORCELAIN CABINET 

Wall 

No. Mirror Opening Price 

P1616C 16"xl 6" 14"x20"x4" $17.50 

P1819C 18"xl 9" 16"x24"x4" 20.50 


BAKED ENAMEL HOTEL CABINETS 

For the low priced job, the Hall-Mack Seamless Hotel Cabinet 
is also made in oven baked enamel finish instead of porcelain. 
All other construction details are identical with the Porcelain 
Cabinet. 


BAKED ENAMEL CABINET 

Wall 

No. .< Mirror Opening Price 

A1616C 16"xl6" 14"x20"x4" $15.00 

A1819C 18"xl9" 16"x24"x4" 17.75 


RAZOR BLADE SLOT 

All models of Hotel Cabinets have a slot for easy disposal of 
used razor blades. 



HOTEL CABINETS 
WITH LIGHTS 


Hotel cabinets can be made 
up, on special order, with 
12" Lumiline side light fix¬ 
tures, shown at left, or with 
top light fixture as shown 
at right. Light fixture is 
made of brass, beautifully 
chromium plated. Prices on 
request. 
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SMART, DISTINCTIVE LIGHT CABINETS AT A MODERATE PRICE 
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No. A1622C-L and No. 1826C-L. An ideal cabinet for 
shaving, make-up and bathroom illumination. Cabinet is 
drawn seamless from one piece of steel and finished in oven 
baked enamel. Adjustable glass shelves. Mirror door hung 
on continuous hinge and completely bound with chromium 
plated brass channel. 12" Lumiline lighting fixture with 
16"x22" mirror, and 18" Lumiline fixture with 18"x26" 
mirror. Light fixtures made of brass, beautifully chrome 
plated. Light bulbs not included, but can be furnished. 


NO. A1622C-L 
NO. A1826C-L 

AT RIGHT 
NO. A1 622C-TL 



AT LEFT 


No. A1622C-TL. An attractive but economical light cab¬ 
inet for the small bathroom or powder room. Construction 
details are identical with cabinet above at left. 

The chromium plated brass shade over the bulb is an extra 
which must be ordered separately. Similar shades can be 
furnished for any Hall-Mack Lumiline Light Cabinet. 

Wiring 

Width Wall Data 

No. Mirror Overall Opening Page 9 Price 

A1622C-L 16"x22" 2T 14"x20"x4" Fig. 2 $25.75 

A1826C-L 18"x26" 23" 16"x24"x4" Fig. 2 30.50 

A1622C-TL 16"x22" .. 14"x20"x4" Fig. 3 21.25 



NO. F1624C-L 

Cabinet details are identical with Series 
“F” cabinets on page 20. There is no 
wiring or electrical housing of any kind 
to mar the inside of these seamless cab¬ 
inets. 


NO. F1622C-TL 

Wall 

No. Mirror Opening Price 


Chromium plated brass base, 
with switch. 

For wall outlet use standard 
single gang switchbox. Light 
bulbs not included, but can be 
furnished. 


F1624C-L 16"x24" 14"x20"x4" $23.50 

FI622C-TL 16"x22" 14"x20"x4" 18.50 
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An ever-growing preference for chrome bound plain 
mirrors makes these cabinets among the most popular 
designs. Cabinet body is drawn seamless from one 
piece of steel and finished in oven baked enamel. 
Mirror door is hung on heavy continuous hinge and 
completely bound with chrome plated brass channel. 
Adjustable glass shelves with rolled front edges. Cop¬ 
per backed mirror guaranteed against silver spoilage. 


No. Mirror 

A1622C 16"x22" 

A1826C 18"x26" 


Wall 

Opening Price 

14"x20"x4" $15.75 

1 6 x24"x4" 19.00 


A chrome bound mirror with graceful formed top is shown 
at the right. All construction details are identical with 
cabinet above. 



No. _Mirror 

A1624C 16"x24" 

A1828C 18"x28" 


Wall 

Opening P r j ce 

14"x20"x4" $16.50 

16"x24"x4" 20.00 
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An attractive design for those who prefer beveled edge 
Venetian Mirror to chrome binding. Mirror is mounted with 
polished monel metal clips to avoid unsightly rosettes and 
to eliminate drilling of holes which weaken the glass. Cabi¬ 
net body is drawn seamless from one piece of steel, and 
finished in oven baked enamel. Mirror door is hung on 
heavy continuous hinge. Adjustable glass shelves with rolled 
front edges. Copper backed mirror guaranteed against silver 
spoilage. 


Mirror Opening Price 


A1622 16"x22" 14"x20"x4" $15.00 
A1826 18"x26" 16"x24"x4" 18.50 


A beveled edge Venetian Mirror with formed top is shown 
at the right. All construction details are identical with 
cabinet above. 


No. 


Wall 

Mirror Opening Price 



A1624 16"x24" 14"x20"x4" $15.75 
A1828 18"x28" 16"x24"x4" 19.50 
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SERIES “F” cabinets illustrated on this page are 
economical cabinets in which low price has been 
achieved without sacrificing substantial con- 


inet is finished in oven baked enamel. Rolled 
edge glass shelves. Three shelves furnished with 
18" mirror cabinets. Chromium plated or silver- 




WITH Silvertone Frame MIRROR 

AT LEFT 

No. Mirror Opening Price 


F1622S 16"x22" 14"x20"x4" $12.25 

F1826S 18"x26" 16"x24''x4" 15.50 


AT RIGHT 

No. Mirror Opening Price 


F1624S 

F1828S 


16"x24" 
18"x28" 


14"x20"x4" 
16"x24"x4" 


$12.75 

16.00 


WITH Venetian MIRROR 


No. 


AT LEFT 

Mirror Opening 


Price 


FI 622 16"x22" 14"x20"x4" $12.75 

FI 826 18"x26" 16"x24"x4" 15.75 


AT RIGHT 

No. Mirror Opening Price 


struction or attractive appearance. Copper 
backed plate glass mirrors are guaranteed 
against silver spoilage. Seamless one-piece cab- 


tone frame on three sides of mirror is integral 
with door. Venetian mirrors held by polished 
monel metal clips. 


AT LEFT 

No. Mirror Opening Price 


F1624C 16"x24" 14"x20''x4" $13.50 

F1828C 18"x28" 16"x24"x4" 16.75 


FI 624 16"x24" 14"x20"x4" $13.25 

FI 828 18"x28" 16"x24"x4" 16.25 


WITH Chrome Frame MIR ROR 


F1622C 

F1826C 


16"x22" 
18"x26" 


14"x20"x4" 
16"x24"x4" 


$13.00 

16.25 


No. 


AT RIGHT 

Mirror Opening 


Price 




. 


[ 20 j 

















































Hall-macK 


SERIES “CR” cabinets shown below are similar 
to Series “F” cabinets in design and construc¬ 
tion, except that they are fitted with first quality 
crystal mirrors. Seamless one-piece cabinet is 
finished in oven baked enamel. Rolled edge 
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glass shelves. Chromium plated or silvertone 
frame on three sides of mirror is integral with 
door. Venetian mirrors held by polished monel 
metal clips, in order to eliminate drilling of holes 
which weaken the glass. 




WITH Chrome Frame MIRROR 

AT LEFT 


No. 

Mirror 

Opening 

Price 

CR1622C 

16"x22" 

14"x20"x4" 

$11.25 



AT RIGHT 


No. 

Mirror Opening 

Price 

CR1624C 

16"x24" 14"x20"x4" 

$11.50 


WITH Silvertone Frame MIRROR 

AT LEFT 

No. Mirror Opening Price 

CR1622S 

16"x22" 

14"x20"x4" 

$10.50 


AT 

RIGHT 


No. 

Mirror 

Opening 

Price 

CR1624S 

16"x24" 

14"x20"x4" 

$10.75 





WITH Venetian MIRROR 

AT LEFT 

No. Mirror Opening Price 

CR1622 16"x22" 14"x20"x4" $10.75 


AT RIGHT 

No. Mirror Opening Price 

CR1624 16"x24" 14"x20"x4" $11.00 
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